AppleCat™ Diagnostic Package 


2ackage Contents 


[he following items are contained in this package: 


Part No. Description Language Version 

1) 2077-0248 AppleCat SE Diskette English 1.0 
2) 2077-0249 AppleCat II Diskette English 1.0 
3) 2077-0243 MacTest™ SE Diskette” |= English 2.0 
4) 2077-0244 MacTest™ II Diskette” English 2.0 
5) 2072-8221 AppleCat SE Job Aid English 

6) 2072-8222 AppleCat II Job Aid English 

7) 077-8265 Mini DIN8 Serial Loopback Plug 

8) 077-8264 Macintosh Il NuBus Master Card 

9) 590-0551 DB9 to DIN 8 Cable** 
10) 699-0430 DB9 to DIN 8 Adapter** 
11) 944-1112 Carrying Case 


The MacTest SE and MacTest II supersede any previous Macintosh SE and 
Macintosh Il system diagnostics you have received previously. Specifically, 
please discontinue using version 1.1 of both MacTest SE and MacTest I. 
This new version, 2.0, is the only version that works with AppleCat. 


These two cables are already connected together, and will almost always be 
used connected together. 
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